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Security Door 
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■ Enhances product visibility 

■ New solid door is self-closing and features an open position 
for easy loading 

■ Eliminates the need for separate night lockup panels 

■ Designed in an attractive almond color to enhance any 
store decor 

■ Adaptable to new/existing locations 
D Minimal installation time required 
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